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25X11, Wectrocablul is a state factory in Bucharest for the manufacture of electrical 
equipment. About 700 factory workors and about 100 clerks are employed at 
this factory. It is located at Soseaua Gérei Catelu, No. 4, about 300 meters 
from the Cételu railroad station and about nine kilometers south of Bucharest 
on the road to Oltenita. 


2. Electrocablul has absorbed the following other electrical factories: 


a. Electroprotector, of Cluj. 

bo IRCE (Industria Romfrla De Cebluri Electrico), of Brasov. 

co ELectrocablul of Boulevard Dimitrov (formerly Ferdinand), of Bucharest. 
do Unitetea 3, on Soseaua Vitan, Bucharest. 


Se ‘The machinery of these factories has been moved to the Catelu plant of 


f 


blectrocablul, and the combined industry has been placed under the Ministerul 
Energiei Electrice (linistry of Mlectrical lmergy), whose present IMinister is 
Gaston Mihail, 


29X11 4. Ton Parloaga is the managing director 
25X4 of Electroca °| TL etrovic is head of the 

Serviciul de Cadre (Cadre Service) and chief “responsible”, Both are members 
of the Rumanian Vorkers Party. 


5. liectrocablul produces electric wires, cables, insulators, insulator tubes, 
flexible tubes, cnd other items for the state plan of electrification of rural 
areas, <AlL of the meterial produced is for use within Rumania in accordance 
with the state plan to bring electricity into the smallest villages. 
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